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Inspection Detail 

Case Status: CLOSED 

Inspection: 1270655.015 - Cargill Incorporated 


Inspection Information - Office: Atlanta East 

Nr: 1270655.015 Report ID: 0418100 Open Date: 10/16/2017 


Cargill Incorporated 
862 West Ridge Road 
Gainesville, GA 30501 
SIC: 

NAICS: 311225/Fats and Oils Refining and Blending 
Mailing: 862 West Ridge Road, Gainesville, GA 30501 


Union Status: Nonunion 


Inspection Type: 

Referral 



Scope: 

Partial 

Advanced Notice: 

N 

Ownership: 

Private 



Safety/Health: 

Health 

Close Conference: 

10/16/2017 



Close Case: 

09/12/2018 

Related Activity: 

Type 

ID 

Safety 


Referral 

1272992 

Yes 


Health 


Case Status: CLOSED 


Violation Summary 


Serious 

Willful 

Repeat 

Other 

Unclass 

Total 

Initial Violations 

2 



1 


3 

Current Violations 

2 





2 

Initial Penalty 

$22,173 

$0 

$0 

$0 

$0 

$22,173 

Current Penalty 

$15,500 

$0 

$0 

$0 

$0 

$15,500 

FTA Amount 

$0 

$0 

$0 

$0 

$0 

$0 


Violation Items 



# 

ID 

Type 

Standard 

Issuance 

Abate 

Curr$ 

Init$ 

Fta$ 

Contest 

LastEvent 


1 . 

01001 

Serious 

19100037 B04 

02/02/2018 

09/12/2018 

$7,500 

$9,239 

$0 

03/02/2018 

F - Formal Settlement 


2. 

01002 

Serious 

19100147 C04 II B 

02/02/2018 

10/18/2018 

$8,000 

$12,934 

$0 

03/02/2018 

F - Formal Settlement 

Deleted 

3. 

02001 

Other 

19100037 B05 

02/02/2018 

02/14/2018 

$0 

$0 

$0 

03/02/2018 

F - Formal Settlement 


Accident Investigation Summary 

Summary Nr: 99885.015 Event: 10/11/2017 Employee Sustains Burns From Hot Water While Flushing Out A 

At 11:15 p.m. on October 11, 2017, an employee was flushing out a heat exchanger. The employee sustained second and third degree burns to the back, arms, 
chest, stomach, and the left side of the neck when contacting hot water. The employee required skin graphs treatments. 

Keywords: arm, neck, maintenance, hot water, heat exchanger, burn, back 








Inspection 



Degree 

Nature 

1 

1270655.015 



Hospitalized injury 

Burn/Scald(Heat) 
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Occupation 

Machine operators, not specified 
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